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CONFIDENTIAL 
PAGE 01 STATE 154276 
61 

ORIGIN EB-07 

INEO OCT-01 CIAE-00 COME-00 DODE-00 NSAE-00 TRSE-00 EUR- 12 

ERDA-05 ISO-00 MC-02 /027 R 

DRAETED BY EB/ITP/EWT:LROSS:ERS 
APPROVED BY EB/ITP/EWT:RWPRACHT 
ERDA-JKRATZ 
RPE 

001907 

P302135ZJUN75 

EM SECSTATE WASHDC 

TO USMISSION OECD PARIS PRIORITY 

CONEIDENTIAL STATE 154276 

EXCON 

E.O. 11652: XGDS-1 

TAGS: ESTC, COCOM, UK, RO 

SUBJECT: UK REACTOR EQUIPMENT TO ROMANIA - AE 36 

REF: A) COCOM DOC (75)891 
B) OECD PARIS 14984 

REGRET USDEL MUST CONTINUE RESERVE IN COCOM AND REQUEST 
ADDITIONAL TIME. EYI - ERDA IS IN PROCESS OE CHECKING 
WITH JOINT COMMITTEE AND EXPECTS TO BE IN POSITION WITHIN 
NEXT LEW DAYS TO RESPOND EAVORABLY IE NO PROBLEM 
DEVELOPS. END EYI. USDEL AT ITS DISCRETION MAY INDICATE 
TO UKDEL THAT UNLESS UNEXPECTED PROBLEM DEVELOPS WE 
HOPE TO HAVE A EAVORABLE RESPONSE WITHIN THE NEXT FEW 
DAYS. INGERSOLL 



CONEIDENTIAL 



NNN 
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